ETag: "74ea1b9a4f99d453613f4888c5712f28"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 2294
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Morris Stern
x-archive-meta-case-name: St. Mary's Hospital, Passaic, N.J.- Adversary Proceeding
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: njb
x-archive-meta-date-case-filed: 2011-03-08
x-archive-meta-demand: $88000
x-archive-meta-docket-num: 11-01336
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 808802
x-archive-queue-derive: 0
x-upload-date: 2011-07-11T13:13:34.000Z
